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	Half Life Rebel Story 2 The battle to Earth

_**Half Life a rebel story 2 - The battle to the nice and peacefull earth until the combine came to take over it and made it evil and ugly**_

William Waterwalker lookd back to the mistirious voice, he didn't know who was it but it was Bill Ding but he didn't have head. " William Waterwalker get out of here" Bill Ding sayed and then William Waterwalker sayed "No we fite!" sayed William Waterwalker. But then Bill Ding felt fir for the first time so Bill Ding sayed "if you stay here it will be dangerous and you may be in danger because the combines are evil and dengrous full of dangers" sayed Bill Ding. Then William Waterwalker sayed "but what about you?" asked William Waterwalker. "ill be ok, tell my husband ill be ok" sayed Bill Ding and he run toworeds the Evil Combine Boss Of Dangerous Evilness. "LOLFAG" sayed William Waterwalker and they laughed. Bill Ding ran tripped fall and he fall to an endless Hole of Death (like in 300). "oh no we must sayve Bill Ding!" sayed William Waterwalker and a medic came and jumped and back flipped into the hole. After this William Waterwalker found a lazer canon and sayed "its good day to slay some evil combine aliens" and then he started to walk and shoot aliens and monsters and birds, then he came to the boss and sayed "EVIL BOSS, YOU ARE SURANDED, PREPAIR TO DAIE" sayed William Waterwalker and throwed an granaid but then he shoot lazer from his wepon but the boss dodj it and back flipped and dodj the granaid and kicked the granaid and it exploded and William Waterwalker who was in the air who was shooting another lazer but he missed and killed a bird who was pooped on the combine boss who got blind from it. William Waterwalker shot his lazor and hit the combine boss and he fall and crushed a bilding or two and people and combine died he stood and then shot a missle at William Waterwalker who was trying to shot another lazor, and the lazor hit the missle and it exploded at them and they flew and the evil combine boss landed at more building and killed more people but this time he couldnot stand up because he ran out of battaries and he died. After the combines lost the match William Waterwalker came to the body of the evil combine boss and sayed "combine boss you have lost the match, butt the war is over not yet" JUST THEN! The combine mask opened and then another combine came, he put off his mask and sayed "join us combines" but William Waterwalker was confused and he asked "why I should?" asked William Waterwalker. And the combine boss sayed "because I AM YOU FATHER!"
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End file.
